120 PARK AVENUE, NEW YORK, N.Y. 10017-5592 



DATE: January 9, 1991 


Our outside counsel has reviewed the list of boxes you forwarded to me. Please be 
advised that all of these should be put under disposal suspension due to pending smoking 
and health litigation. Please see that they are stored appropriately. 


cc: L Cummings 
C. McLaughlin 


Source: https://www.industrydocuments.ucsf.edu/docs/jkckOOOO 
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